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ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024 W 

122164 

R 131223Z NOV 75 
FM AMCONSUL FRANKFURT 
TO AMEMBASSY BONN 
INFO SECSTATE WASHDC 2007 
AMEMBASSY VIENNA 

UNCLAS FRANKFURT 7517 

E. O. 11652: N/A. 

TAGS: OGEN ETRD TIBIO AU GW 

SUBJECT: FDA ADVISORY - INADEQUATE HEPATITITS B SURFACE ANTIGEN 
(HBSAG) TESTING 

REF: STATE 256467 

1. HAEMO-MED, FRANKFURT WAS CONTACTED NOVEMBER 3. FIRM 
HAS NOT RECEIVED RECALL LETTER FROM AUTOMATED MEDICAL 
LABORATORIES. HOWEVER, CONTENTS OF STATE 256467 SENT TO 
HAEMO-MED BY SPECIAL DELIBERY MAIL NOVEMBER 6. 

2. OWNER/MANAGER O. PAESEL STATED THAT HIS COMPANT IS NOT 
IN A POSITION TO NAME THE SOUTHERN EUROPEAN END-USER TO 
WHOM PLASMA WAS SHIPPED. PAESEL FURTHER STATED THAT HE 

F. TT.L GUARANTEE THAT ALL SHIPMENTS RECEIVED WILL BE 
SUBJECTED TO STRINGENT LABORATORY TESTING BY RA METHOD 
THIRD GENERATION, PRIOR TO FRACTIONATION. NO BATCH 

HAS BEEEN FOUND TO BE HEPATITIS POSITIVE IN THESE 
RIA TESTS. FROM THE TONE OF HIS COMMENTS, MR. PAESEL'S 
RELUCTANCE TO REVEAL THE NAMES OF HIS CUSTOMERS CAN 
PROBABLY BE ATTRIBUTED TO CONFIDENCE IN HIS OWN 
LABORATORY TECHNIQUES, AS WELL AS TO A DESIRE TO 
SAFEGUARD HIS BUSINESS INTEREST IN HIS ACCOUNTS. 
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